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budget to the Mayor for the next fiscal 
year, 


Mr. Ibarra suggested that the Board 
members study the budget and reconvene 
on January 16 at 4:00 p.m. to discuss it 
further, if necessary, and approve it. Board 
members to be called by telephone in the 
morning to remind of 4:00 p.m. meeting. 


Director presented proposed Capitol Im- 
provement Program, Discussion followed. 


Motion by Mr. Faggion, seconded by Mr. 
Mosher, that the Board of Public Service 
approve the Capitol Improvement Program 
as presented. 


Discussion. Mr. Ibarra stated he would 
not vote on this unless he has time to study 
it. Suggested that Board go over the Pro- 
gram when they meet to approve budget. 


Dr. Bevez stated he would like priorities 
established. Was informed they will be 


JANUARY 19, 1970 


established before the C.I.P, budget goes 
to Planning. 

Motion by Mr. Mosher, seconded by Mr. 
Faggion, that Capitol Improvement Pro- 
gram budget be submitted to Planning as 
prepared by the Department. 

Motion carried: Ayes 5; Nay 1 (Mr. 
Ibarra ); No vote 1. 


Mr. Backus said each member of the 
Board would be furnished with a copy of 
the new C.I.P. book when it is published 
and that the members could begin making 
their comments in the book and be prepared 
for approval at this time next year. 


Meeting adjourned at 11:00 p.m. 
Respectfully submitted, 


IRMA KOSTRZEWSKI, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, January 8, 1970 





The meeting was called to order by 
Chairman George Denfield at 7:30 p.m. 


Members present: George Denfield, John 
Brady, Robert Corbit, Larry Kain and Grey 
Turney—5. . 


Members absent: Ralph Gunthrope, Chas. 
Niblett and Councilman May—3. 


Minutes of the last meeting were ap- 
proved, after one word change in the first 
paragraph, from method to material. 


Mr. Fosnight attended the December 11, 
1969, meeting. His statements were dis- 
cussed by the Board, and Mr. Leo Fox was 
to convey their decision to Mr. Fosnight. 


William Miles stated he refused to ap- 
prove installation of a gas water heater 
that was installed within a kitchen, with- 
out proper enclosure which is in violation 
of the City Plumbing Code. Notice was 
issued for compliance. 


The Board approved Mr. Timothy M. 
Larson for a Drainlayer’s License, after 
completing the written examination. 


The Board denied granting a Drainlayer’s 
License to Danny Bradley, as he failed to 
pass the examination with a satisfactory 
grade, 


The following Sections of the City of 
Lansing Plumbing Code, are to be amended; 


bauer 25, Section 9, Article 1, Section 
6. 


Article [I1I—Section 18—18-22. 
Article IV—Section 24-A. 
Article XI]—Section 116. 


The next Board meeting to be held Feb- 
ruary 12, 1970. 


Meeting adjourned at 8:45 p.m. 


Respectfully submitted, 


G. J. TURNEY, 
Secretary. 
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PLUMBING BOARD 
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Proceedings, March 12, 1970 


The meeting was called to order by 
Chairman George Denfield at 7:30 p.m. 


Members Present: George Denfield, Larry 
Kain, Ralph Gunthrope, Charles Niblett, 
John Brady and Robert Corbit—6. 


Members Absent: Councilman May and 
Grey Turney—2. 


Staff: William Miles, Inspector—l, 


Minutes of the last meeting, January 8, 
1970, were read and approved. 


The meeting scheduled for February 12, 
1970, was cancelled due to lack of quorum. 


OLD BUSINESS 


Copies of the proposed Plumbing Code 
amendments were submitted to the Board 
members for their review and comments. 


Motion by Mr. Niblett, seconded by Mr. 
Kain that these changes be tabled until 
the next code meeting. 


Motion carried. 


NEW BUSINESS 
Inspector Miles discussed plumbing 
“moon-lighters” who are making illegal 
connections and plumbing repairs. 


The next Board meeting will be held 
April 9, 1970. 


Meeting adjourned at 8:30 p.m. 
Respectfully submitted, 


ROBERT R. CORBIT, 
Acting Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF APPEALS 
OF THE CITY OF LANSING 





Proceedings, January 8, 1970 





The meeting was called to order at 7:34 
P.M. by Chairman Houck. 


ROLL CALL 


Present: Gaus, Houck, Kelley, McComb, 
Trierweiler, Taylor—6. 


Absent: Rendon, Wendrow—2. 
HEARINGS 
No. 1787 


There was no one present at the hearing 
to speak in behalf of Enoch Porter’s appeal 


to enclose the existing front porch with 
glass which will reduce the required front 
yard to 19 feet, upon the premises known 
as 1109 North Pennsylvania. This is con- 
trary to Section 36-45 (4) of the Zoning 
Ordinance which requires a front yard of 
27 feet, 6 inches so established by 40% of 
the developed frontage. 


No one spoke in opposition to the appeal. 


A motion was made by Kelley, supported 
by McComb, that the appeal be granted 
under Section 36-12 (6) of the Zoning 
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PLUMBING BOARD 
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Proceedings, April 16, 1970 





The meeting was called to order by 
Chairman George Denfield at 7:40 p.m. 


Members present: Ralph Guntbrope, 
George Denfield, John Brady, Robert Cor- 
bit and Grey Turney—5. 


Members absent: Charles Niblett, Larry 
Kain, Councilman May—3. 


Inspectors present: Leo Fox and William 
Miles, 


Minutes of the last meeting, March 12, 
1970, were read and approved. 


A letter was presented to the Board from 
“Church, Wyble, Kritselis and VanDuzer,” 
lawyers, for the release of the plumbing 
contract or arrangement from Arthur Stepp. 


Motion by Ralph Gunthrope supporting 
the action taken by the inspectors in hand- 
ling the complaint against Arthur Stepp. 
Supported by John Brady. 


Motion carried. 


Mr. Leo Fox discussed the changes to be 
made in the City Plumbing Code. Changes 
brought up for discussion are contained in 
the following Sections, 


Section 25-9—Pertaining to Penalties, Re- 
vocation of Permits. 


Article i, Section 1, Paragraph 8 — 
Plumbing System, 


Section 1, Paragraph 6 -—— Plumbing Fix- 
tures. 


Section 1, New Paragraph 7 — Plumbing 
Appliance, 


Section 1, New Paragraph 8—Plumbing 
Apprentice, 


Section 1, Paragraph 11 — Stackes. 
Article 2, Section 3 — Prohibited Fittings. 
Article 3, Section 18—Threaded fittings. 


Section 22—New Materials. 


Article 4, Section 34—Vitrified Pipe Joints. 
Article 6, Section 57—-Air Chambers. 


Section 60—Domestic Hot Water Heaters 
and Storage Tanks. 


Article 7, Section 63—-Grease Traps Re- 
quired, 


Article 9, Section 72 — Soil and Waste 
Stacks. 


Article 18, Section 129-—Inspection and 
tests not required. 


Article 15, Section 189A—Permits and Fees. 


Motion by John Brady that changes of 
the Code be approved as discussed. Sup- 
ported by Ralph Gunthrope. 


Motion carried. 


Motion by Robert Corbit that the build- 
ing storm drain connecting from the main 
intercepter to the building served shall be 
cast iron pipe or vitrified sewer pipe ASTM 
C200. Supported by John Brady. 


Motion carried. 


Motion by Robert Corbit, that on Page 
18, Section 49, add “Not less than (3 in.) 
three inches,” after the word type, and 
before the word pressure. Supported by 
John Brady. 


Motion carried. 


Meeting. adjourned at 9:50 p.m. 


Respectfully submitted, 


GREY TURNEY, 
Secretary. 
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Motion by Mr. Dodson, second by Mr. 
Ray, that the Adams Potato Chip com- 
plaint be closed. 


Motion carried. 


So ordered. 


There have been a rash of incineration 
and trash complaints. Mr. Pesterfield is 
investigating them. 


The engineer has received a copy of a2 
report from the Michigan Dept. of Public 
Health recommending changes in the Pat- 
tengill workshop ventilation. 


Mr. Pesterfield reported receipt of a 
donation for the Air Pollution Board. 
Motion by Mr. Ray, second by Mr. Dodson, 
that receipt of the donation be acknowledged 


JUNE 9, 1970 


and that the Board contact the City At- 
torney regarding proper procedure. 


Motion carried. 


The next meeting will be June 24, 1970, 
at 7:30 p.m., in the Press Room, City Hall. 
Motion by Mrs. Bock that the meeting be 
adjourned. So ordered. 


The meeting was adjourned at 8:55 p.m. 
Respectfully submitted, 


MARVIN RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 











OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, May 16, 1970 





The meeting was called to order by Vice- 
Chairman Ralph Gunthrope at 7:40 P.M. 


Members present: Charles Niblett, Larry 
Kain, Ralph Gunthrope, John Brady and 
G. J. Turney—5. 


Members absent: George Denfield, Robert 
Corbit and Councilman May—3. 


Inspectors present: Leo Fox and William 
Miles—2. 


Minutes of the last meeting, April 16, 
1970, were approved after the word ap- 
purtenance replaced the word apprentice. 


Section I. New paragaraph 8. Plumbing 
Appurtenance. 


Motion was made by John Brady and 
seconded by Charles Niblett that Polyvinyl 
Chloride (PVC) plastic pipe and fittings 
may be used for drains, wastes and vents 
in the City of Lansing. 


Motion carried. 


Changes made in City Code: Section 14. 
Add paragraph (C) to include all of Sec- 
tion 15, and use Section 15 for the applica- 
tions and conditions for plastie pipe. 


APPLICATIONS 


I. Drains, waste, and vent piping (above 
ground only). 


II. Building Drain (above ground only). 


CONDITIONS 


I. The type of plastic pipe and fitting 
shall be a Polyvinyl Chloride (PVC). 


II. The wall thickness of the pipe shall 
not be less than schedule 40. 


III. The pipe and fitting shall meet the 
following standards: 


A. C.S. 272-63 for (PVC) not approved 
for acid waste. 


B. C.S. 270-60 for (PVC) approved for 
acid waste. 


IV. The plastic pipe, fittings, and solvent 
cement must be approved by the National 
Sanitation Foundation Testing Laboratory, 
Ann Arbor, Mich, for DWV and bear the 
NST seal of approval to assure compliance 
with the standards, 
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V. Transitions from plastic pipe to pipe 
of other materials shall be made with ap- 
propriate adaptor fittings. 


VI Systems of PVC shall use only PVC 
pipe, PVC fitting and PVC solvent cements. 


Motion was made by John Brady and 
seconded by Larry Kain to add; The sale 
of unapproved equipment prohibited: No 
person shall sell or offer for sale, or ad- 
vertise for sale or use any plumbing fix- 
tures, appliance, apparatus, equipment, de- 
vice, pipe or material, unless such fixture, 
apparatus equipment device, pipe or mater- 
ial shall have been approved by the Lansing 
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City Plumbing Board as to it’s fitness on 
safety for it’s intended use or purpose. 


Motion carried. 


Meeting adjourned at 10:15 p.m. 


Respectfully submitted, 


G. J. TURNEY, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


URBAN REDEVELOPMENT BOARD 
OF THE CITY OF LANSING 





Proceedings, April 28, 1970 





The meeting was called to order by Chair- 
man Hilley at 7:40 p.m. 


ROLL CALL 


Present: Messrs, Eschbach, Fink, Griffin, 
Hilley, Jessop, Ramey and Russell—7. 


Excused Absence: Mr. Rosa—-1. 

Guests in Attendance: Douglas Me- 
Kinstry, Coordinator of Planning, LCC; 
Gerrit Heuer, Liaison Representative of 
Model Cities ; Lloyd Moles, The State Journ- 
al; Merle Peacock, Ray Padgett, Douglas 
Frost, Redevelopment Department; Fred 
Shoemaker and Gregory Main, Urban Re- 
newal Planners. 

A motion was made by Mr. Russell to ap- 
prove the minutes of the March 24, 1970 
Redevelopment Board Meeting, as presented. 

Supported by Mr. Griffin. 


Motion carried unanimously, 


Report of Committee 


None. 


Report of Officers 


None. 


Report of Director 


A. Status of Acquisition, Project No. 1, 
Mich, R-87 


MeDonald Property, Parcel 3-10 — Mr. 
Zimmerman reported that, after numerous 
delays, during the past few months, in de- 
termining the valuation of Parcel 3-10, a 
Court decision was made on April 16, 1970 
to set the value at $20,000 (Mr. Novakoski, 
appraiser for the city, appraised the prop- 
erty at $18,000; Mr. Bellon, appraiser for 
the property owner, appraised the property 
at $22,500). The Court Order was signed, 
title transferred and relocation is to be com- 
pleted within 60 days. Mr. Ronald Cowan, 
Relocation Officer, is working on this mat- 
ter, 


This leaves (3) parcels to be acquired out 
of (111) parcels. 


B. Status of Disposition, Project No. 1, 
Mich. R-87. 


High Rise for the Elderly Proposal — 
Pareels 2A and 3—Mr. Zimmerman re- 
ported that the Third Conference concern- 
ing the High Rise for the Elderly Proposal 
was held in Chicago, Regional Office of 
HUD, Housing Assistance Office on April 
27, 1970. Mr. Marcel Elliott, Housing Di- 
rector, Mr. Bernard Elliott, Building Com- 
missioner, and Mr, Gregory Main, Urban 
Renewal Planner, represented the City 
of Lansing at this meeting as well as the 
Developer, Housing Development Company 
of Cleveland, Ohio. The purpose of the 
Meeting was to present the finalized con- 
struction plans. This meeting had been 
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DIRECTOR’S REPORT 


Mr. Backus reported on the Michigan Mu- 
nicipal League Convention in Detroit, and 
the American Public Works Congress in 
Dallas. Also reported on meeting with 
Model Cities regarding equipment for solid 
waste collection in Model Cities Areas. Mr. 
Backus informed the Board he would be 
attending an IBM computer school for two 
days and hoped he would be able to use the 
computer for programming solid waste col- 
lection routes. 


The Chairman called a special Board 
meeting for 7:30 P.M., Wednesday, October 
28, 1970 to discuss the Capitol Improvement 
Program. 


The Director informed the Board that we 
have final plans on the two proposed park- 
ing ramps, and that there is additional con- 
sideration being given to the retail area in 
the 1st level of the Capitol Avenue Ramp. 
Also, if for some reason the retail area is 
eliminated, there would probably be a years 
delays in the construction of the ramp. 
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City Engineer reported on the status of 
contracts under way and on an application 
for federal funds for construction at the 
Waste Water Plant. 


Mr. Corbit informed the Board that bids 
would be received on the State Capitol 
Complex sewer relocation October 19, 1970, 
at an estimated cost of 1.6 million dollars. 


Mr. Backus reported on conditions at the 
sanitary landfill and on the new equipment 
on a lease purchase agreement, Discussion 
was also held on possible new landfill sites. 


Meeting adjourned at 9:40 P.M. 


Respectfully submitted, 


WILLIAM J. ANCELL, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, October 8, 1970 





The meeting was called to order by Chair- 
man George Denfield at 7:30 P.M. 


Members present: Ralph Gunthrope, John 
Brady, Claude Buxton, George Denfield and 
Robert Corbit (5). 


Members absent: G. J. Turney and Coun- 
cilman May (2). 


Inspectors present: Leo Fox and William 
Miles (2). 


Minutes of the previous meeting on May 
16th, 1970, were read and approved. 


OLD BUSINESS 


The City Attorney has advised this Board 
that the added section of the Plumbing 
Code on prohibiting the sale of unapproved 
equipment should be delayed until the At- 
torney General rules on the legality of this 
section, 


NEW BUSINESS 


Mr. Fox submitted a letter requesting 
approval of the use of Red Brass pipe for 
Plumbing. Since this material is presently 
approved by City Code, no additional action 
is necessary. The supplier has been notified 
of this approval, 


Letter from Mayor Graves was received 
concerning the resignation of Board Mem- 
ber Charles Niblett due to his moving from 
the City. 


Mr. Fox requested an interpretation of 
Article 93 of the Plumbing Code. A dis- 
cussion followed and it was interpreted by 
the Board that in the wording of this Ar- 
ticle, the term “fixture units’ should be 
used rather than the names of the specific 
types of fixtures. 


Mr. Fox advised the Board that our pres- 
ent plumbing code does not regulate the 
plumbing installation in mobile homes and 
trailer parks. The Board advised Mr. Fox 
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to contact the State Plumbing Board and 
the State Health Department for their rec- 
ommendations. 


Meeting adjourned at 9:00 P.M. 


OCTOBER 26, 1970 


Respectfully submitted, 


ROBERT R. CORBIT, 
Acting Secretary. 





OFFICIAL PROCEEDINGS OF THE 


POLICE BOARD 
OF THE CITY OF LANSING 





Proceedings, October 13, 1970 





The meeting was called to order by the 
Chairman Russel Lawler. 


ROLL CALL 


Commissioners present; Dillingham, Guy- 
selman, Lawler, Lawry, and Rollis—5. 


Commissioners absent: Lilly and McCon- 
nell—2. 


Commissioners Lilly and McConnell were 
excused from the meeting. 


APPROVAL OF MINUTES OF 
PREVIOUS SESSION 


The minutes of the previous board meet- 
ing were approved as printed. 


COMMUNICATIONS 


Letters of appreciation for services ren- 
dered were received from: Mr. and Mrs. 
Jack Colner; Mr. and Mrs. Spencer Miles; 
St. Paul’s Episcopal Church; Y.W.C.A.; 
Mary Kay Turner; Dixon Westerfield; John 
Bean Division, FMC Corp.; Lawrence Baril, 
M.S.U.; Michigan Department of Natural 
Resources, Asst. Regional Mgr. Merrill L. 
Petoskey; R. H. McKendrick, Michigan 
Underwriters, Inc.; Clean Air Caravan of 
Lowe Bros. & Dad, Inc.; Rouser Drug Co.; 
Chief Harry W. Hird, North Olmsted, Ohio, 
Police Dept.; James Steele Foerch; Capt. 
George Halverson, M.S.P.; Steven L. Plav- 
nick, School-Community Coordinator. 


Received and placed on file. 


Ptlm, Ronald Lyon submitted a letter re- 
questing reimbursement for personal arti- 
cles damaged during an arrest. 


Comm. Guyselman: I move this request 
be approved. 


Supported by Comm. Dillingham. 


Carried, unanimously. 


A check in the amount of $20 was re- 
ceived from H. K. Kent, in appreciation 
for services rendered. It was the recom- 
mendation of Chief Husby, that this check 
be accepted, and forwarded to the Police 
Relief Association. 


Comm, Guyselman: I so move. 
Supported by Comm, Dillingham. 


Carried, unanimously. 


APPLICATIONS - RESIGNATIONS - 
CONFIRMATIONS 


Chief Husby concurred in the recommen- 
dation of Capt. Earl Eddie, Commanding, 
Investigations Division, that Phyllis R. 
Baker and Barbara T. Laszlo, be confirmed 
as Policewoman of the City of Lansing. 


Also upon recommendation from Person- 
nel and Training Division, that Patrolmen 
Ronald Niksich and Daniel C. Duncan be 
confirmed as of September 9, 1969. 


Comm. Guyselman: I so move, that the 
four individuals be confirmed. 


Supported by Comm, Lawry. 


Carried, unanimously. 


Lieut. Paul Beach submitted a Jetter of 
request that he be placed on retirement to 
become effective November 14, 1970. It was 
the recommendation of Chief Husby that 
his request be accepted. 
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OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, November 12, 1970 





Meeting was called to order by Chairman 
George Denfield at 7:40 p.m. 


Members present: Claude Buxton, Ralph 
Gunthrope, John Brady, George Denfield, 
Robert Corbit and Grey Turney—6. 


Members absent: Councilman May—1l. 
Inspectors present: William Miles—1. 


Minutes of the previous meeting, October 
8, 1970, were read and approved. 


OLD BUSINESS 


A discussion regarding the Lansing 
Plumbing Code not regulating the plumbing 
installation in Mobile Homes and Mobile 
Home Parks. 


Motion was made by John Brady and 
seconded by Robert Corbit that this matter 
be tabled until the December meeting in 
order to obtain more information from 
the State Plumbing Board and to study 
the State Health Department regulations. 


Motion carried. 


Communication received from George R. 
Shields, dated October 16, 1970 in regard 
to the State Journal publication on October 
11, 1970 stating some of the salaries being 
paid to Lansing City Government Officials, 
The article stated that increases in wages 
paid City Officials were necessary in order 
to compete with the outside world for 
competent personnel, We in the industry, 
are also concerned with having competent 
people connected with our industry. Due 
to the fact that our City Ordinance re- 
quires our plumbing inspectors to have a 
state journeyman’s license for ten years 
to qualify for the inspection job, it would 
seem justifiable that they be paid accord- 
ingly with the average journeyman’s wages. 


Letter dated October 20, 1970 from D. J. 
Bodwin was received and placed on file. 


Letter dated October 28, 1970 from 
George R. Shields was received and placed 
on file. 


Motion was made by Robert Corbit and 
seconded by John Brady that a letter from 
the Plumbing Board be sent to the City 
Council asking that the two (2) plumbing 
aa be placed in a higher classifica- 
ion. 


Motion carried. 


Mr. Miles advised the Board that the 
amendments to the Plumbing Code was 
sored by the City Council on November 
2, 1970. 


NEW BUSINESS 


Motion was made by Ralph Gunthrope 
and seconded by John Brady that copies 
of the amendments of the City Plumbing 
Code be sent to all registered master and 
journeyman plumbers and suppliers in the 
area. 


Motion carried. 


Mr. Claude Buxton presented a letter 
and material regarding A.B.S. plastic pipe 
and motion was made and seconded by Mr. 
Corbit that the inspectors obtain informa- 
tion from the State Plumbing Board and 
report back at the December meeting. 


Motion carried. 


Mr. Miles advised the Board of the follow- 
ing items: 


1. No standard height for installation of 
automatic clothes washer stand pipe or 
drain, 


Motion was made by Claude Buxton and 
seconded by John Brady that stand pipe 
or drain for washers be a minimum of 
thirty inches (80 in.) in height from the 
floor level on all new installations, 


Motion carried. 


2. That the Code required an air chamber 
to be fifteen inches (15 in.) in height, 
which created problems in some cases, 
and suggested the following procedure. 
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“If less than 15 inches in length, the 
air chamber shall be at least one pipe 
size larger than the riser or branch, 
and of length sufficient to provide ea 
volume equivalent to that of an air 
chamber 15 inches in length.” 


The Board agreed for the inspectors to 
follow the above procedure, 


3. That diswashing machines require air 
gap. 


After a brief discussion this matter was 
tabled until at later date. 


4, That subsurface foundation drains code 
requires open jointed tile or vitrified 
clay pipe. He stated there are other 
material available, and should they be 
used, and should inspectors check the 
insulations. 


Motion made and seconded that this item 
be tabled, 


Carried. 


NOVEMBER 23, 1970 


Jack L, Sims was granted a drain 
layers license after completing a written 
examination and obtaining a passing grade. 


Bryon W. Beal was refused a license for 
not having a passing grade. 


Motion was made by Mr. Corbit that the 
next meeting be held December 10, 1970 
and this meeting be adjourned. 


Meeting adjourned at 9:40 p.m. 


Respectfully submitted, 


GREY J. TURNEY, 
Secretary. 


T/C 
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Proceedings, November 12, 1970 





Meeting was called to order by Chair- 
man George Denfield at 7:40 P.M. 


Members present: Claude Buxton, Ralph 
Gunthrope, John Brady, George Denfield, 
Robert Corbit and Grey Turney—6. 


Members absent: Councilman May—1. 
Inspectors present: William Miles. 


Minutes of the previous meeting, October 
8, 1970, were read and approved. 


OLD BUSINESS 


A discussion regarding the Lansing 
Plumbing Code not regulating the plumbing 
installation in Mobile Homes and Mobile 
Home Parks. 


Motion was made by John Brady and 
seconded by Robert Corbit that this matter 
be tabled until the December meeting in 
order to obtain more information from the 
State Plumbing Board and to study the 
State Health Department regulations, 


Motion carried. 


Communication received from George 
R., Shields, dated October 16, 1970 in re- 
gard to the State Journal publication on 
October 11, 1970 stating some of the 
salaries being paid to Lansing City Govern- 
ment Officials, The article stated that in- 
ereases in wages paid City Officials were 
necessary in order to compete with the 
outside world for competent personnel. 
We in the industry, are also concerned with 
having competent people connected with 
our industry. Due to the fact that our City 
Ordinance requires our plumbing inspec- 
tors to have a state journeyman’s license 
for ten years to qualify for the inspection 
job, it would seem justifiable that they be 
paid accordingly with the average journey- 
man’s wages. 


Letter dated October 20, 1970 from D. 
J. Bodwin was received and placed on file. 


Letter dated October 23, 1970 from 
be R. Shields was received and placed 
on ie. 


Motion was made by Robert Corbit and 
seconded by John Brady that a letter 
from the Plumbing Board be sent to the 
City Council asking that the two (2) 
plumbing inspectors be placed in a higher 
classification. 


Motion carried. 


Mr. Miles advised the Board that the 
amendments to the Plumbing Code was 
aia by the City Council on November 
» 1970. 


NEW BUSINESS 


Motion was made by Ralph Gunthrope 
and seconded by John Brady that copies of 
the amendments of the City Plumbing Code 
be sent to all registered master and Jour- 
neyman plumbers and suppliers in the 
area, 


Motion carried. 


Mr. Claude Buxton presented a_ letter 
and material regarding A.B.S. plastic pipe 
and motion was made and seconded by 
Mr. Corbit that the inspectors obtain in- 
formation from the State Plumbing Board 
and report back at the December meeting. 


Motion carried. 


Mr. Miles advised the Board of the fol- 
lowing items: 


1. No standard height for installation of 
automatic clothes washer stand pipe or 
drain, 


Motion was made by Claude Buxton and 
seconded by John Brady that stand pipe 
or drain for washers be a minimum of 
thirty inches (30 in.) in height from the 
floor level on all new installations. 


Motion carried. 


2. That the Code required an air chamber 
to be fifteen inches (15 in.) in height, 
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which created problems in some cases, 
and suggested the following procedure. 


“Tf less than 15 inches in length, the 
air chamber shall be at least one pipe 
size larger than the riser or branch, 
and of length sufficient to provide a 
volume equivalent to that of an air 
chamber 15 inches in length.” 


The Board agreed for the inspectors to 
follow the above procedure. 


8. That dishwashing machines require air 
gap. 


After a brief-discussion this matter was 
tabled until a later date. 


4, That subsurface foundation drains code 
requires open jointed tile or vitrified 
clay pipe. He stated there are other 
material available, and should they be 
used, and should inspectors check the 
insulations. 
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Motion made and seconded that this item 
be tabled. 


Carried. 


Jack L. Sims was granted a drain layers 
license after completing a written ex- 
amination and obtaining a passing grade. 


Bryon W. Beal was refused a license for 
not having a passing grade. 


Motion was made by Mr. Corbit that 
the next meeting be held December 10, 
1970 and this meeting be adjourned. 


Meeting adjourned at 9:40 p.m. 


Respectfully submitted, 


GREY J. TURNEY, 
Secretary. 
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November 18, 1970 
Lansing, Michigan 
Retirement Board Room 
8th Floor—City Hall 
8:30 A.M. 


The Board of Trustees met in regular 
session and was called to order by Chairman 
Benedict S. Novello. 


Present: Trustees Anas, Cochran, Butler, 
Graves, Hufnagel, Miller, Novello—T. 


Absent: Trustee Young—1. 


Present: Raymond W. Burgess, Secre- 
tary. 


The minutes of the regular meeting of 
October 21, 1970 were received and placed 
on file. 


The Secretary reported 4 new members, 
0 reinstatements, 1 retired and 3 refunds 
since the last regular meeting bringing 
the total annuity savings account to 515. 


The Secretary reported refunds made 
since last regular meeting amounted to 
$4,965.69 with retirement allowances paid 
for the month of October 1970 amounting 
to $26,787.73. 


It was moved by Trustee Hufnagel, sup- 
ported by Trustee Anas that the nominating 
petitions for member trustee for William 
Cochran and William Denfrew be placed 
on file and said names to appear on the 
General Election Ballots for the election 
to be held over a four day period begin- 
ning at 8:00 a.m. on Monday, December 
14, 1970 and ending at 4:00 p.m, on 
Thursday, December 17, 1970. It was fur- 
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Proceedings, December 10, 1970 meeting 
was called to order by Chairman, George 
Denfield, at 7:40 P.M. 


Members present: Claude Buxton, Ralph 
Gunthrope, Robert Corbit, George Den- 
field and Grey Turney—5. 


Members present: Councilman May, John 
Brady—2. 


Inspectors present: Leo Fox and William 
Miles. 


Minutes of the previous meeting, Novem- 
ber 12, 1970 were read and approved. 


OLD BUSINESS 


A discussion regarding the material that 
should be used for basement footing drains. 
Code requires open joint tile or vitrified 
clay tile and should be checked for proper 
installation on new buildings. 


A discussion regarding the plumbing in 
mobile homes and mobile parks. This is 
inspected by State and Local Health De- 
partments, is regulated by State Trailer 
Park regulations and the city inspectors 
— not check the plumbing on routine 
asis. 


All installations of new dish washing 
machines will be inspected and made to 
comply to all regulations. 


Letters were signed and mailed to the 
Mayor and City Council regarding the 
classification and salary scale for the in- 
spectors, 


NEW BUSINESS 


Mr. Fox invited the board to a showing 
of two films on January 8, 1971, that may 
be interesting to the members. Title of 
the film: “What happens to your water 
heater and your drinking water”. 


A brief discussion regarding air chamber 
on domestic lavatories. 


A Drain Layers license was granted to 


Larry Bass after completing a satisfactory 
written exmination. 


Meeting adjourned at 8:39 p.m. 
Next meeting will be January 14, 1971. 


GREY TURNEY, 
Secretary. 
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